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Message Text 

UNCLASSIFIED 

PAGE 01 JAKART 09513 180826Z 

ACTION COME-OO 

INFO OCT-01 EA-09 ISO-OO EB-07 /017W 

096685 180932Z/20 

R 180700Z JUL77 
FM AMEMBASSY JAKARTA 
TO SECSTATE WASHDC 2533 

UNCLAS JAKARTA 09513 

PLEASE PASS MARAD FOR ASSISTANT SECRETARY ROBERT J.BLACKWELL 

E.O. 11652: N/A 
TAGS: ENRG,ID 

SUBJ: INVITATION TO MARAD FOR BADAK LNG PROJECT DEDICATION 

1 . PERT AMINA INFORMED US TODAY THAT INVITATION TO ATTEND 
BADAK LNG DEDICATION CREMEONY AUGUST 1 WILL BE EXTENDED TO 
MARAD ASSISTANT SECRETARY ROBERT J. BLACKWELL. DEDICATION 
WILL BE ATTENDED BY PRESIDENT SUHARTO AND WILL TAKE PLACE AT 
PLANT SITE IN BONTANG, EAST KALIMANTAN. TENTATIVE SCHEDULE 
CALLS FOR VIPS TO BE FLOWN TO PLANT SITE FROM JAKARTA EARLY 
MORNING AUGUST 1 WITH RETURN FLIGHT TO JAKARTA IN AFTERNOON 
SAME DAY. AMBASSADOR AND EMBOFFS ALSO EXPECTED TO RECEIVE 
INVITATIONS AND ATTEND. 

2. PERTAIMNA WILL ISSUE FORMAL INVITATION TO MR. BLACKWELL 
PERHAPS NEXT WEEK. THEY ASKED THAT WE PASS THIS INFORMATION 
TO MARAD AS SOON AS POSSIBLE. PERT AMIN A WOULD APPRECIATE 
LEARNING WHETHER MR. BLACKWELL WILL BE ABLE ATTEND. 

3. FYI: THERE IS STRONG LIKELIHOOD THAT EXECUTIVES FROM 
GENERAL DYNAMICS AND BURMAH TANKERS WILL ALSO RECEIVE 
INVITATIONS. THIS HAS NOT YET BEEN DEFINITELY CONFIRMED, 

HOWEVER, END FYI. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: LPG, INVITATIONS, REPRESENTATION AT CEREMONIES 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 1 8-Jul-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977JAKART09513 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770254-0859 
Format: TEL 
From: JAKARTA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770748/aaaabpdo.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 3fe4356a-c288-dd11-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 14-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1832466 
Secure: OPEN 
Status: NATIVE 

Subject: INVITATION TO MARAD FOR BADAK LNG PROJECT DEDICATION 
TAGS: ENRG, ID, PERTAMINA, (BLACKWELL, ROBERT J) 

To: STATE 
Type: TE 
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Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



